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CENTRAL INTELLIGENCE AGENCY 


INFORMATION REPORT 


This Document contains Information aflteetlng tbe Na- 
tional Defense of the United States, within the mean- 
ing of Title 18, Sections 703 and 794, of the tl .8. Code, as 
amended. Its transmission or revelation of Its dontente 
to or receipt by an una>uthorlzed person is prohibited 
by law. The reproduction of this form Is prohibited. 
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COUNTRY Bast Germany 

SUBJECT . Reparations Orders for the USSR and 

^land to be Completed In 

DATE OF INFO. 

PLACE ACQUIRED 

iThis is UNEVALUATED Information! 


REPORT 

DATE DISTR. 11 Septe^r 1953 

o 

NO. OF PAGES 
REQUIREMENT NO. RD 
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REFERENCES 


THE SOURCE EVALUATIONS IN THIS REPORT ARE DEfINITIVE. 
THE APPRAISAL OP CONTENT IS TENTATIVE. 
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1. 


The following additional reparations orders have been received bj the 


East German Amt fner Heparationen for cca^letion for the GSSR in 1953° 


Contraet<g‘ 

Ernst Fr^yberg Chemische Fabrik Delltia, 
Delitzsch 

VEB Farbenfabrikj Wolfen 

Schwesniaschinenbau Ernst ThaelinanB (S&G Amo) 
Magdeburg 

Mathias Theses lerft^ Wismar 
Mathias Thesen Werfto Wismar 

Schiffsreparaturwerft Wamemuende 

Schiffswerft Neptun^ Rostock 

Optik Carl Zeiss , Jena "TEB 

YES WerldLn,Werk?.eugfabrikj Kf^nlgssee 
VEB Werkin^ Werkzeugfabrik, Koenigssee 

SECRET/CONTROL =■ BoSo 


Commodi^ 


TotcD. Weight 
(.tons) 


25OOO boxes of insecticide Delicia 
C 200,000 packets) 


potassitsm^annnoniniBr^nitirate 


U^5oo 


$ traveling erabs, Tdth spare 

parts (for gant^ crai^ delivered 
la 1952) 

repairs to the ship KALHilHfflAD “ 

repairs to the di ip ALEKAMDR H0 ZHAISlKI= 

repciirs to the ship XRBI DCHfiCBUKT = 

repairs to the ship REFEIG^ATCR 3 “ 

1,220 single and 200 sets of 
precision tools 

22,396 twist drills 

65,372 twist drills 

OFFICIALS QKLI 


Gampletlon 

date 


June “ 1,000 boxes 
Oeto = 1,000 boxes 

March “ 500 tons 
i^ril = l,500toa3 
Magr = Ig^OOtons 
ivgm “ l3(X)Otons 


1952 “ kl% 

1953 “ 63$ 

1952 °° 88o5$ 

1953 = llo55« 

(Jano =• ^ril) 

1952 = 360536 

1953 “ Uo 36 
195U ■= 23 .5^ 

1952 “ 61|^ 

1953 ° 36^ 


Febmagr 

February 


25X1 


25X1 
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Contractcffi’ 

Coranodi^ 

Total Vedglit 
Ctoas) 

GcvxLetian 

date 

VEB Werkin^ Werkzetigfabrik^ £oenigssee 

17^62U twist drills 


Felnmfflcy 

YEB Werkiiip Werkzeugfabriks Kbenigssee 

55 I 67 twist drills 


Febmary 

?EB Werkin^ Werlaietigfabriks Koenigssee 

16s 123 -twist drills 


Febrnajgr 

VEB WOT’kiiis Werkzeugfabriks Eoenigssee 

8^076 twist diiias 

= 

February 

ABUS=Leipzlger Stahlbau Ua Verzinkerei 

1 sbi.p hdst slip^ ecwplete 

605 

June 

IBTJSJIasshinenbati Nardhaisseia VEB 

1 slip eqaipasct^ edacity 8 OO tons 

Ii36 

Hay 

ABU^Eranban Eberswd.de VEB 

2 portal slewing craneSs capari^ 

10 tons^ ecaqtlete 

3U0 

July 

ABUS^Maschinenbasi Nordlxausen VEB 

k ship hoist sUpSj; ccwiplete 

1,102.7 

June “ Sept. 

ABT]S=Leipziger Stahlbau u. Ver^inkerel VIE 

1 slip equipment with lU tracks, cqwplete 

> 3«9 


ABUS=Leipziger Stahlbau u« Verzlakerei . Vffi 

1 slip eqiipw^t for hoisting ships, 
eoiq}lete 

268.2 

Sept. 

ABUS-Erarsbau EberswaLde VUE 

U tower cranes, 2 e 5 - 

6 tc^, coiqilete 

31^ 

May - July 

ABUS=Kranbau Eberswalde VEB 

1 tower ecane eoqplete 

78 


Werk foer Maschinenbau So M, Eirows 

Leipzig 

1 electric bridge crane, 

capacity 1^/3 tons, span 2^.5 

6.3 

May 

Werk ftier Maschinenbau S. M. Eirowj 

Leipzig 

2 electric magnet cranes, 

capacity 1^/3 tons, span 30 m« 

106.2 

April 

Werk fuer Maschinenbau S, M. Elrowj, 

Leipzig 

1 loading ca:*ane, capacd.ty 3 tons, 
span 17 a. 

210 

June 

Schwermaschiaenbau Ernst Thaelmaan 

Magdeburg 

1 pig mold coirr^or crane, capacity 

3/20 tomg spaa 16 m. 


Sept. 
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Goptraotor 


Ceamodity 


Totd. CogOetlm 

( tops) date 


Schwermaschinenbau Ernst Thaelmann p 
Magdeburg 

1 gantry crane, capacity 100 tons, 
span 7.^ mo Tiith eieotric fittings 


Septo 

Schwennaschinenbau Ernst ThaelmanPj 
Magdeburg 

2 loading machines coaplete mith electric 
fittings, capacity iiO.2 tons 


June 

Sclnrermaschinenbap Ernst Thaelmaana 
Magdeburg 

1 gantry crane, capacity 62 o5 tons, 
span 19 m. 

C=l 

Augo 

VEB laggonfabrikj, Dessau 

2$ refrigerator trains complete with spare 
parts 


Auge^4)es9 

Werk fuer Maschineribau So Me Kirow^ 
Leipzig 

1 console slewing crane, capacity 
lo$ tons, span 6 mo 

19 oU 

Octe 

Werk fuer Masehinenbau So Mo Kirow^ 
Leipzig 

2 eleetris bridge <^anes, capacity 
^0/10 t(®s, span 22 m. 

338o2 

Septo 

W^k fuer Masehinenbau So M, KxrcrWs 
Leipzig 

2 electric bridge cranes, capacity 

50/10 tons, span 19.5 

128 o3 

Sl^o 

Werk fuer Masehinenbau So Mo Kirow^ ' 
Leipzig 

1 electric bridge crane, capacity $0/lS 
tons, span 22 e5 »<> 

68 cl 

Octo 

WW Schiffswerffe Uebigau^ Uebigau near 
Dresden 

2 floating docks, capacity 600 tons, 

length Ulo 06 mo, displacement ii63o8 tons 


July and St^t. 

Mathias Thes®i Werft^ Wismar 

repairs to t he ship VOEQtBSH 


1952 =-1056 
1^3 “ 6256 
195U = 28^ 

Mathias Thesen Werftj Wismaf 

repairs to the ship VQWXHIA 


1952 “ 1056 
3^53 ° 7756 
195it “ 13^ 

Mathias Thesen Werfts Wisaar 

repairs to the ship SESTRC^SSE 

■=* 

1952 “ 756 

1953 “ 6h^ 
195U “ 29:6 


25X1 


25X1 
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Contraetoy 

Mathias Thesen Werft^ Wismar 
Schiffswerftj, Warnemuende 
Schiffswerft Neptun^ Rostoc* 
Schiffswerft Neptim, Rostock 
Schiffswerft Neptun, Rostock 


Schiffsweyft Heptm, Rostock 

Schiffswerft Neptun^ Rostock 

Schiffswerft Neptuiij, Rostock 


CoBBOdi^ Total Weight 

Ctopsj 

general overhaul of the ship CHUKOTKA. 
general overhaul of the ship TLYI CH =• 

repairs to the ship JifltUSALHI •=* 

repairs to the ship ATACTS S “ 


navigation work on ships 


25X1 


Comple^on 

date 


Feh«*^me lOQ^ 

Feb.-=June 100$ 

Jime 0% 

Jidy 13^ 

Aug* 12$ 

Sept «1^$ 

Oct. 1^ 

Dec. n$ 

iremainder ty Nov. 

19^ 

Hot. «• 30$ 

Dec. U3$ 
remainder hy Jan. 

Oct. 2$% 

Nov. - 30$ 

Dec. - h$% 
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25X1 
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The folloHing^additiQnal details a re new available on the following reparations orders for Poland | 
I ] Tdiich have alreac^y been reported in bare outline 

“ For delivery to P olaids ^ 

Gemmodl-^ Delivery Date 

Measuring instruments and rels^ 

Distance relays 
Relays 

Signal relays 
Time relays 
Thermal relays 
Differential r elays 
Time relays 
Time rd.ays 
Intermediate relays 
Intermediate relays 
Directional relays 


Electrical measuring instruments 
Ammeter 

Voltmeter with rotary actionj ) 
diameter of the outer ring ) 
83 imiioj measuring range 25 V) 
Ammeter 

Universal measuring instruments 


and the ISSE 


Meggers 
Rheostats 
Connecting wires 
Second meters 




June July 

Atg. 

Septo 

Oct. 

^0 


25 

* 25 




50 

50 

50: 

50 

50 

50 

50 

200 

200 

200 

200 

300 

300 

300 

25 

25 

50, 

50 

50 

50 


25 

25 

25 

25 

25 

25 


25 

25 

25 

25 

25 

25 


25 

25 

50 

50 

100 

100 




25 

25 




50 

50 

KX) 

100 





100 

100 

150 

150 


50 

50 






March 

AtwH 


June July Aug a 

Septo 0et» 

150 

200 

200 

200 




150 

200 

200 

200 




150 

150 

150 

150 


250 

250 

150 

150 

150 

200 200 

250 

75 

75 

75 

75 


60 


75 

75 

75 

75 50 

50 


150 

150 

150 

150 150 

150 

150 

150 

150 

150 

150 

150 150 

150 

60 


25 

25 

25 

25 





NoVo 


50 

300 


UO 
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Coimiodi’fcy 

1690 measuring Instruments 
and rectifiers 

Universal measuring instruments 

Portable meggers 

Second meters 

Milllammeters 

Voltmeter 

Mercury t,ubes 

Selenium rectifiers 


Delivery Date 


Film material 
Technical film 
Film 9 X 12 cm, 

13 X 18 

18 X 2k 
10 X 15 
Isopan F 
Isopan ICC 
Isopan Ultra 

Color film^ reversible T, 
Color filffli, reversible 


jjg£ 

June G 


^0 


50 

20 

100 

150 



95 

20 

55 

25 

25 

100 

200 

200 

150 



10 

100 

100 

150 


20 

10 

10 

20 

30 

30 

20 

Jan, 

Feb, 

March 

April 

May June 


dozo 

sqL<mie 

doz kOO iiOO 
dozo liCX) kOG 
doz o 100 100 

doz „ 100 100 

rolls 19^000 159 000 
rolls IO9OOO IO5OOO 
rolls IO9OOO IO9OOO 
100 100 
100 100 


liOQ 

itOO 

100 

100 

l^sOOO 

IO9OOO 

IO9OOO 

100 


hOO kOG 
hOO kOO 

50 50 

100 100 
ISsOOO 2O9OOO 
109000 109000 
109000 109000 
100 100 


209029 

2^516 


20,000 


^ For delivery to tha TT5gffi; 


19^1 = 

1952 =■ 59 - 2 $ 

1953 =36 $ divided as follows s Jan. 


25X1 

25X1 


25X1 


Febo = 5^ 

March - Jm- 


5$ April = li$ Jxiiy - 3$ Oct, - 2 $ 


h% Aug, = 3$ Nov. = 0,5$ 
3% Sept.= 2% Dec. - 0.5$ 
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- 8 


CoBModHar 

Repairs to tbe ship lEKlfT 


Delxygry date 


1952 - 873t, Jan. 1953 - 333t 


- 5ldC» 3^3 ~ dividsd as foUoaBS 

9% 

fach. .Sf> 

MpriX- T% 

■qy- Itf 

19^2 - 33^, 11953— 69J^ dirlded as foUoass 

- 93t 

Feb.- 9^ 

■arch- 9% 
iprll- 93K 
May - 9f 
Jane- 9J^ 

Mar- Qge 

3552-llOjt, :i^*-6os{ 


25X1 


25X1 
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